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20 November 1964 


STATINTL 


STATINTL 


STATINTL 



I appreciate your Bending me a copy of "Intermittent 
Circuit Fault Detection. " You may be happy to know that rather 
than resorting to these complex technical techniques, we simply 
had our procurement people obtain a new recorder. It works 
great. 


I look forward to seeing you again in the near future. 
Again, thanks. 


Sincerely, 
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